ST  CODE 

AK 

FMCSR  DATA  TYPE  ERR  CAT  ERR 

384.207  111 


384.207  1  2  1 


384.207  1  3  24 

384.207  1  3  25 

384.207  1  3  26 


RUN  DATE  TIME  ST  EXTRACT  AS  OF  DRIVER  CNT  RECORD  CNT 
20161215224648  20161215180442  000058355  0000058356 

CDE  ERROR  MESSAGE  EXEC  CNT  ERROR  CNT 

MPRST-DLN  NOT  FOUND  ON  SOR  EXTRACT  FILE  58355  0 

Broken  Pointers 

DHRST-DLN  NOT  FOUND  ON  CS  EXTRACT  FILE  58355  0 

Missing  Pointers 

DHR  DATA  INCONSISTENT  WITH  MPR  DATA -LAST  NAME  TRUNC  58355  3 

DHR  DATA  INCONSISTENT  WITH  MPR  DATA -FIRST  NAME  TRUNC  58355  3 

DHR  DATA  INCONSISTENT  WITH  MPR  DATA -MIDDLE  NAME  TRUNC  58355  3 

Data  Quality  Issues  9 


FAILURE  RATE  (1.0=  100%) 


0 


0 


0.0001 

0.0001 

0.0001 


